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Message Text 



UNCLASSIFIED 

PAGE 01 BEIRUT 10463 301517Z 
51 

ACTION ARA-10 

INFO OCT-01 NEA-09 ISO-OO MED-03 RSC-01 DRC-01 SSO-OO /025 W 

110922 

R 301245Z AUG 74 
FM AMEMBASSY BEIRUT 
TO SECSTATE WASHDC 9985 
INFO AMEMBASSY SANTIAGO 

UNCLAS BEIRUT 10463 

DEPT FOR ASSISTANT SECRETARY FOR ARA AND DG/MED; SANTIAGO 
FOR AMEBASSADOR POPPER, FROM AMBASSADOR AND RMO. 

E.O. 11652: N/A 
TAGS: AMEDCI 

SUBJECT: BRONCHOSCOPE FOR CHILEAN AMBASSADOR IN BEIRUT 
REF: SECSTATE 190508HBEIRUT 10341AND BEIRUT 9263 

1. REGRET REFERENCE OF BEIRUT'S 10341. REF SHOULD HAVE 
BEEN 9263. 

2. RE PARA 2DEPTEL 190508, ASSUMPTION CORRECT. WHAT IS 
REQUIRED IS OLYMPUS OR AMERICAN FIBEROPTIC BRONSCHOSCOPE 
AND LIGHT SOURCE. 

3. AMBASSADOR CANALES STILL IN INTENSIVE CARE UNIT. AND IN NEED 
OF OOLUME-SCHEDULED RESPIRATOR AT NIGHT. HE HAS TRACHEOSTOMY 
AND PARALYSIS OF LEFT DIAPHRAM. HIS VITAL CAPACITY IS 

LESS THAN 700. HE ALSO HAS REAL PROBLEM WITH 
EXPLULSION OF MUCOID PLUGS FROM BRONCHI. HE 
HAD SEVERAL EPISODES OF ACTELACTISIS. RIGID 
BRONCHOSCOPY HAS BEEN DONE BUT IS VERY TRAUMATIC 
TO PATIENT. FIBEROPTIC FLEXIBLE BRONCHOSCOPE 
WD ALLOW FRENQUENT BRONCHIAL TOILET THROUGH 
TRACHEOSTOMY AND SIGNIFICANTLY AID HIS RECOVERY. 

4. PLEASE EXPLAIN NEEDFOR OLYMPUS OR AMERICAN 
FIBEROPTC FLEXIBLE BRONCHOSCOPE TO CHILEAN 
UNCLASSIFIED 

UNCLASSIFIED 
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EMBASSY WASHINGTON AND SUGGEST THEY PURCHASE ONE 
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AND AIRSHIP BY PAN AM ASAP. GODLEY 
UNCLASSIFIED 

NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 AUG 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BEIRUT10463 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740241-0454 
From: BEIRUT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974085/aaaaaeeh.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: SECSTATE 190508HBEIRUT 10341 AND BEIR, UT 9263 

Review Action: RELEASED, APPROVED 

Review Authority: boyleja 

Review Comment: n/a 

Review Content Flags: 

Review Date: 13 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 MAR 2002 by reddocgw>; APPROVED <27 JAN 2003 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BRONCHOSCOPE FOR CHILEAN AMBASSADOR IN BEIRUT 
TAGS: AMED, Cl 
To: STATE 
Type: TE 
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